


DEPARTMENT OF FORESTRY AND FIRE PROTECTION 

Legal Services Office 

P.O. Box 944246 
SACRAMENTO, CA 94244-2460 
(916) 653-9656 
PRA.ReQuest@Fire.CA.goy 

Website: www.fire.ca.gov 



November 26,2018 


Sent Via E-Mail Address and U.S. P ostal Mail 

63771-91976159@reauests.muckrock.eom 

Beryl Lipton 

MuckRock News 

DEPT MR 63771 

411A Highland Avenue 

Somerville, MA 02144-2516 

Re: Public Records Act Request 

Government - Inmate Fire Fighters 
Our Ref.: 18-P-1197 

Dear Ms. Lipton: 

The Department of Forestry and Fire Protection, CAL FIRE, received your Public Records 
Act request and is currently searching its records for responsive documents. 

Due to the need to search for and collect requested documents at a CAL FIRE facility not 
located at CAL FIRE Headquarters in Sacramento, California, I am extending the time to 
respond to your request until December 8, 2018. 

California Government Code Section 6253(c)(1) authorizes an extension of the time 
required in which to respond to a PRA request due to “[t]he need to search for and collect 
the requested records from field facilities or other establishments that are separate from 
the office processing the request.” 

Thank you for your courtesy as we conduct a search for the documents requested. 


Senior Counsel 
CAL FIRE Legal Office 
(916) 653-1092 


CONSERVATION IS WISE-KEEP CALIFORNIA GREEN AND GOLDEN 

please RBKMKR TO CONSERVE ENERGY FOB TIPS AND INFORMATION, VISIT TIEX YOUR POWER- AT WWW CA GOV 













































